DOCKETED ITEMS     137

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of
Emergency Diesel Generator Malfunctions. " Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172.

9106130144 Forwards evaluation of Westinghouse Owners Group bounding analysis for
NRC bulletin 88-011, "Pressurizer Surge Line Thermal Stratification."
HSIA.A.H. Project Directorate III-2. 91/06/05. KOVACH.T.J. Commonwealth Edison
Co. 11 pp. 58111:045-58111:055.

9106190048 Forwards safeguards insp repts 50-454/91-14 & 50-455/91-13 on 910528-
31. No violations noted.

GREGER.LR. Region 3 (Post 820201). 91/06/07. REED.C. Commonwealth Edison
Co. 2pp. 58142:124-58142:126.

-9106190051 Partially withheld physical security insps 50-454/91-14 & 50-455/91-13
on 910528-31.No violations noted.Major areas inspected:mgt support.security program
plans & power supply. Details withheld (ref 10CFR73.21 (c)(2)).
CHRISTOFFER.G., CREED.J.R. Region 3 (Post 820201). 91/06/07. 1p. 58142:126-
58142:126.

9106210151 Advises that requirements of NRC Bulletin 88-011 re pressurizer surge line
thermal stratification fully addressed,based on submittal of detailed plant-specific anal-
ysis covering removal of listed vertical supports.

HS1A.A.H. Project Directorate HI-2. 91/06/07. KOVACH.T.J. Commonwealth Edison
Co. 4pp. 58202:182-58202:185.

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244.

9106180355 Responds to NRC 910514 Itr re violations noted in Insp Repts 50-454/91-
08 & 50-455/91-08 on 910323-0506.Corrective actions:Procedure 1/2BVS 6.1.3.a-2
revised on 910610 to reflect enhanced tamper seal attachment process.
KOVACH.T.J. Commonwealth Edison Co. 91/06/13. Document Control Branch (Docu-
ment Control Desk). 3pp. 58171:080-58171:082.

9106280198 Forwards irradiated reactor fuel shipment insps 50-454/91-12 & 50-455/
91-11 on 910503-0613.No violations identified.

GREGER.LR. Region 3 (Post 820201). 91/06/21. REED.C. Commonwealth Edison
Co. 2pp. 58272:259-58272:263.

-9106280199   Insp   repts    50-454/91-12    &    50-455/91-11    on    910503-0613.No
violations.unresolved items or open items noted.Major areas inspected:irradiated reac-
tor fuel shipment at point of origin including.general requirements of preparation.
PIRTLE.G.L, KOZAK.TJ.,  CREED.J.R.  Region  3  (Post 820201).   91/06/21.  3pp.
58272:261-58272:263.

R. Periodic operating reports & related correspondence

9106190074 Monthly operating repts for May 1991 for Byron Nuclear Power Station.W/
910610 Itr.

EHLE.D., PLENIEWICZ.R. Commonwealth Edison Co. 91/05/31. 14pp. 58187:315-
58187:328.

S. Reportable occurrences, LERs & related correspondence

9106100224 Followup to 910502 Part 21 rept.consisting of list of customers who pur-
chased NH90 series hydramotor actuators of configuration reported in initial rept.AII
customers notified via registered mail.

EVARTS.D.P. ITT Corp. 91/05/09. Office of Nuclear Reactor Regulation, Director
(Post 870411). 2pp. 58052:091-58052:092.

9106040186 LER 91-005-01 :on 900817,pre-outage mod work initiated w/o proper oper-
ability review.Caused by programmatic deficiencies. Daily const work authorization
sheet formalized specifying scope of work.W/910522 Itr.

GIERICH.T., PLENIEWICZ.R. Commonwealth Edison Co. 91/05/20. 7pp. 57994:018-
57994:024.

9106050348 Lists actions to prevent recurrence of 871002 Unit 2  loss of offsite
power.caused by operator opening auxiliary transformer disconnects,per Insp Rept 50-
454/87-39 & LER 455-87-019.Permanent labels placed on main transformer.
CHECCAAR. Commonwealth  Edison Co.  91/05/28.  DAVIS.A.B.   Region 3 (Post
820201). 2pp. 57999:011-57999:012.

9106240310 LER 90-010-01 :on 901220,severe steam leak reported in  main steam
tunnel & main steam sample probe 2C found lying on floor.Caused by incorrect instal-
lation of sample probe. Nozzle capped & welded in place.W/910610 Itr.
SCHEFFLER.W., KOUBA.W., PLENIEWICZ.R. Commonwealth Edison Co. 91/06/17.
5pp. 58226:085-58226:089.

9106240307 Advises that LER 91-001-00 will not be used.

PLENIEWICZ.R. Commonwealth Edison Co. 91706/18. Document Control Branch
(Document Control Desk). 1p. 58220:112-58220:112.

DOCKET STN-50-456 BRAIDWOOD STATION, UNIT 1

F. Security, medical, emergency & fire protection plans

9106200199 Rev 3 to "Comm Ed Co Generating Stations Emergency Plan Site Annex
Braidwood Station." W/910614 Itr.

SCHUSTER.T.K. Commonwealth Edison Co. 91/01/31. MURLEY.T.E. Office of Mucle-
ar Reactor Regulation, Director (Post 870411). 100pp. 58202:008-58202:142.

9106190182 EPIPs including.Rev 6 to BWZP 380-4A2 & Rev 3 to BWZP 380-4A3.
* Commonwealth Edison Co. 91 /06/05. 7pp. 58185:282-58185:288.

9106240096 Forwards safety insp repts 50-456/91-12 & 50-457/91-10 on 910514-
21 .No violations noted.

GREGER.LR. Region 3 (Post 820201). 91/06/14. REED.C. Commonwealth Edison
Co. 2pp. 58185:210-58185:228.

-9106240099 Insp repts 50-456/91-12 & 50-457/91-10 on 910514-21 .No violations
noted.Major areas inspected:annual emergency preparedness exercise & other pro-
gram activitiesjncluding review of exercise scenario.

PLOSKI.T.. CANIANO.R. Region 3 (Post 820201). 91/06/10. 17pp. 58185:212-
58185:228.

9106270129 Forwards FEMA 910605 Itr & final exercise evaluation rept for offsite por-
tion of facility 1990 emergency preparedness exercise.

GREGER.L.R. Region 3 (Post 820201). 91/06/19. REED.C. Commonwealth Edison
Co. 2pp. 58224:144-58224:189.

-9106170102 Forwards final "Exercise Rept Braidwood Nuclear Power Station Comm
Ed Joint Exercise" on 901030.No deficiences noted.Four areas identified requiring
corrective actions.

KWIATKOWSKI.D. Federa! Emergency Management Agency. 91/06/05. CONGEL.FJ.
Division of Radiation Protection & Emergency Preparedness (Post 870411). 2pp.
58224:146-58224:147.

-9106170103 Final "Exercise Rept Braidwood Nuclear Power Station Comm Ed Joint
Exercise" on 901030.

*  Federal Emergency Management Agency. 91/02/06. 42pp. 58224:148-58224:189.

P. Operating license stage documents & correspondence

9106260006 Documents change in Tech Spec audits conducted under util nuclear QA
programs.As of 910101,nuclear quality program Instruction 4,requiring use of Tech
Spec matrix,deleted. Util adopted performance-based auditing techniques.
KOVACH.TJ. Commonwealth  Edison Co.  91/05/13. DAVIS.A.B. Region 3 (Post
820201). 2pp. 58228:267-58228:268.

9106050302 Advises that all DCRDR mods completed for Unit 1, contingent on NRC
acceptance of human engineering discrepancy changes.Unit 2 DCRDR mods expect-
ed to be completed during Fall 1991 outage.

SCHUSTER.T.K. Commonwealth Edison Co. 91/05/30. MURLEYJ.E. Office of Nucle-
ar Reactor Regulation, Director (Post 870411). 1p. 58005:258-58005:258.

9106060331 Summary of 910430 setpoint study briefing by CECO to provide staff w/
background.plan & schedule of CECO setpoint study & possible regulatory process for
implementation of potential changes as result of study.Attendees list & handouts encl.
HSIA.A.H. Project Directorate III-2. 91/05/30. Project Directorate III-2. 16pp.
57935:150-57935:165.

9106110140 Advises that all mods for facility completed re ATWS Protection -
10CFR50.62.

CHECCAAR. Commonwealth Edison Co. 91/05/30. MURLEY.T.E. Office of Nuclear
Reactor Regulation, Director (Post 870411). 1p. 58095:291-58095:291.

9106070104 Forwards "Reactor Containment Bldg Integrated Leak Rate Test (910202-
0305) Braidwood Unit 1."

CHECCA.A.R. Commonwealth Edison Co. 91/05/31. MURLEY.T.E. Office of Nuclear
Reactor Regulation, Director (Post 870411). 1p. 58014:272-58014:339.

-9106070107 "Reactor Containment Bldg Integrated Leak Rate Test (910202- 0305)
Braidwood Unit 1."

*  Commonwealth Edison Co. 91/03/08. 60pp. 58014:273-58014:339.

9106070208 Summary of 910509 meeting w/lllinois Dept of Nuclear Safety to discuss
ECCS discharge pipe venting & LCO.

PULSIFER.R.M. Project Directorate IV-2. 91/06/03. Project Directorate IV-2. 12pp.
57993:206-57993:217.

9106100018 Confirms plans for 910613 mgt meeting w/util in Morris.lL to discuss PASS
at six Comm Ed nuclear power plants & progress re radwaste issues at Dresden Nu-
clear Power Station.

GREENMAN.E.G. Region 3 (Post 820201). 91/06/04. REED.C. Commonwealth
Edison Co. 2pp. 57932:033-57932:034.

9106120053 Confirms 910611 meeting to discuss progress of plant programs.both tech-
nical & administrative.

GREENMAN.E.G. Region 3 (Post 820201). 91/06/06. REED.C. Commonwealth
Edison Co. 2pp. 58017:062-58017:063.

9106190330 Forwards SE accepting topical rept WCAP-12639, "Pressurizer Surge Line
Thermal Stratification Generic Detailed Analysis Program MUHP-1091 Summary
Rept."

HSIA.A.H. Project Directorate III-2. 91/06/06. KOVACH.T.J. Commonwealth Edison
Co. 4pp. 58159:115-58159:126.

-9106190351 SE of WOG rept WCAP-12639, "Pressurizer Surge Line Thermal Stratifi-
cation Generic Detailed Analysis Program MUHP-1091 Summary Rept." Rept accept-
ed.

*  Project Directorate III-2. 91 /06/06. 8pp. 58159:119-58159:126.

9106200005 Suppl to 890317 application for amends to Licenses NPF-37, NPF-66.NPF-
72 & NPF-77,changing TS 4.5.2 to modify existing surveillance requirements for vent-
ing ECCS discharge piping.

CHECCA.A.R. Commonwealth Edison Co. 91/06/10. MURLEY.T.E, Office of Nuclear
Reactor Regulation, Director (Post 870411). 18pp. 58200:299-58200:318.

9106240233 Forwards interim rept on human performance study program, summarizing
study results.event characteristics & problems identified.

BARETT.RJ. Project Directorate III-2. 91/06/14. EENIGENBURG.E. Commonwealth
Edison Co. 1 p. 58211:221 -58211:266.

9106270142 Rev O.D to "ODCM,"

*  Commonwealth Edison Co. 91/06/19. 6pp. 58264:352-58264:357.

Q. inspection reports, IE Bulletins & correspondence

9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated
by Associated Piping & Engineering." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411), 91/05/15.
Consolidated Edison Co. of New York. Inc. 85pp. 57906:176-57906:262.03:190-58003:198.
